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3.125 (a) 

FACILniES, GENERAL 

(a) strudurai streoglli. the facility must be constructed of such material ar>d of such strength as appropriate for the 
animals invqlviad. the indoor and outdoor housing latalilies shall be structurally ^QorKt and stiaJI be mainlainod in good 
repair to protect Ifta animals Irom Injury and to contain If^a animals. 

The back rrall or the encloaure bouaing Zena the tiger hag a large hole (abbot bagheiball size) where the wall meets 
the lop 

This hole is the result o-t the tiger gnawing and dewing at the plywood wall. This hole in the ptywocd has esposed the 
ouler sl>aeL melal panels and ibua resulls In a polential weak spot in the anclosura. This could result In the ligar 
breaKing throughi Ihe weak sheet mdal and gaining access into the outs»de enclosure while someone is cleaning lhat 
erea- This hole needs lo be repaired end a regular pnegram of review and maintenance needs to be started and 
mamlained. 
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3-131 (a) 

samitatiom. 

(a) Cleaning d enclosures E,!icreia shall be removed from primary enckisures as often as riecessary to prevent 
contamination of the animals contained therein and Ic minimize drsease hezards and to radurJO adors. When 
enclosures are clganod by hosing or (lushing, adepuale measures shell be taken to proloct the animals conflried in 
such enclosures from being direclly sprayed with the stream of water or wetted involuntarily. 


The errolosure housing the Geeffroy’s cats has a build up ol urine and debris on the wooden walls ol the enclosure. 
This build up can potentially harbor disease causing agents, such as various becteria. Thesa walls naed cleaning 
and sanilatizing in order to eliminale this build up aixJ provide the cats with a clean sanitary enclosure. A program of 
regular cleaning cf these walls needs to be in place and mainiained. 
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An exit inuerview was conducted with the facility curator at close of inspection. 


Prepared By: 
Title; 

Received By: 
Title; 


TOM LECROY, A.C.I. 


TOM R LECHO V, A.C. I . U&DA , APH IS. Animal Care 

ANIMAL CARE INSPECTOFI Inspector 50S9 


(b)(e), (b)(7)(c) 


Paija 2 iV 2 


Date; 

May-09-20 


Date; 

May-09-201 a 


TUD>DY 

Inspjd 


Insp e Ction Rep olt EKplaliatioli: http : / /tinirw. iphis .us da. gov/ sOdlniLtirelf afe / doWTilo ads /IR_E>5)lali3ttioli.p df 






